74
8503060111 Forwards Insp Repts 50-259/84-51,50-260/84-51 & 50-296/84-51 on 841210-14.No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/01/14. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29252:004-29252:010.
-8503060120 Insp Repts 50-259/84-51,50-260/84-51 & 50-296/84-51 on 841210-14.No violation or deviation noted.Major areas inspected:data review & evaluation & observation of work & work activities for Generic Ltr 84-11.
COLEY.J.L, BLAKE.JJ. Region 2, Office of Director. 85/01/09. 5pp. 29252:006-29252:010.
8503060586 Forwards Insp Repts 50-259/84-53,50-260/84-53 & 50-296/84-53 on 841126-1225.No violations or deviations identified.
VERRELLI.D.M. Region 2, Office of Director. 85/01/15. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29248:161-29248:170.
-8503060591 Insp Repts 50-259/84-53,50-260/84-53 & 50-296/84-53 on 841126-1225-No violations or deviations noted.Major areas inspected:operational safety.maint observation.surveillance observation & ROs.
PAULK.G.L., PATTERSON.CA, CANTRELL.F.S. Region 2. Office of Director. 85/01 / 14. 8pp. 29248:163-29248:170.
8503070340 Forwards Insp Repts 50-259/84-50,50-260/84-50 & 50-296/84-50 on 841210-14.No violation or deviation noted.
VERRELLI.D.M. Region 2, Office of Director. 85/01/16. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29266:041-29266:042.
-8503070349 Insp Repts 50-259/84-50,50-260/84-50 & 50-296/84-50 on 841210-14.No violation or deviation noted.Major areas inspected:post-trip review.equipment classification.vendor interface & post-maint testing & mods.
FOSTER.LE., DAVIS.MJ.. MERRIWEATHER.N. Region 2, Office of Director. 85/01 / 14. 15pp. 29266:043-29266:057.
8503070052 Confirms 850130 telcon w/JA Coffey re 850207 enforcement conference at Region II ofc to review apparent violations involving operability of safety equipment & status of maint improvement program. O'REILLY,J.P. Region 2, Office of Director. 85/02/01. PARRIS.H.G. Tennessee Valley Authority. 3pp. 29267:355-29267:357.
-8503070057 Notification of 850207 significant licensee meeting w/util in Region II ofc to discuss status of maint improvement program & to review evaluation of apparent violation involving operability of safety ecjipment.
*  Region 2, Office of Director. 35,'C?/j1. Heccr 2, Office of Director. 1 p. 29267:358-29267:358.
8503070430 Discusses policy re proprietary review of insp repts. Licensee responsible for informing inspector if matls considered proprietary.
OLSHINSKIJA Rc-rjlcn 2, Office of D'restor. 85/02/05. PARRIS.H.G. Tennessee Valley Authority. 2ppV 292S5 S-3' -23265:362
8503050024 Ack receipt of 850118 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-259/84-48, 50-260/84-48 & 50-296/84-48. VERRELLI.D.M. Region 2, Office of Director. 85/02/07. PARRIS.H.G. Tennessee Valley Authority. 1p. 29222:001-29222:018.
-8503050030 Responds to NRC 841219 Itr re violations noted in Insp Repts 50-259/84-48,50-260/84-48 & 50-296/84-48.Corrective actions: verbal contact made w/shift engineer to correct clearance sheet as noted.
LAMBERT.D.L Tennessee Va'ley Authority. 85/01/18. O'REILLY.J.P. Region 2. Office Of Director. 4pp. 2S22?.-C:2-2G222:CC5.
-8503050034 Forwards Insp Repts 50-259/84-48,50-260/84-48 & 50-296/84-48 on 841026-1125 & notice of violation. VERRELLI.D.M. Region 2, Office of Director. 84/12/19. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29222:006-29222:018.
-8503050037 Notice of violation from insp on 841026-1125.
*  Region 2, Office of Director. 84/12/19. 2pp. 29222:008-29222:009.
-8503050049 Insp Repts 50-259/84-48,50-260/84-48 & 50-296/84-48 on 841026-1125.Violation noted:failure to follow tag clearance procedures for valve hand wheel. PAULK.G.L., PATTERSON.CA, DEBS.B.T. Region 2. Office of Director. 84/12/17. 9pp. 29222:010-29222:018.
8S03060170 Forwards Insp Repts 50-259/84-45,50-260/84-45 & 50-296/84-45 on 841022-1101 .Violation noted.Violations under consideration for escalated enforcement action.Results will be sent under separate cover.
GRACEJ.N. Region 2, Office of Director. 85/02/11. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29251:238-29251:247.
-8503060180 Insp Repts 50-259/84-45,50-260/84-45 & 50-296/84-45 on 841022-1101 .Violation noted:failure to put floor drain sump level transmitter 3-LT-77-1A in svc prior to reactor operation.
PAULK.G.L. PATTERSON.CA, POERTNER.W.K. Region 2, Office of Director. 85/ 02/08. 8pp. 29251:240-29251:247.
8503060166 Forwards insp Repts 50-259/85-04,50-260/85-04 & 50-296/85-04 on 850122-25.No violation or deviation noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/13. PARRIS.H.G. Tennessee Valley Authority. 2pp, 29250:350-29250:356.
-8503060182 Insp Repts 50-259/85-04,50-260/85-04 & 50-296/85-04 on 850122-25.No violation or deviation noted.Major areas inspected:surveillance testing & maint of MSIV & closeout of IE Bulletin 80-25.
SCHNEBLI.GA, JAPE.F. Region 2, Office of Director. 85/02/11. 5pp. 29250:352-29250:356.
8503040116 EN-85-017:on 850227,notice of violation & proposed imposition of civil penalties in amount of $150,000 will be issuedAction based on 841022 violations of Tech Spezs associated w 'Unit 3 reactor startup.
BEACH.B   lDirec:c-'s Cff.-je, Office of Inspection and Enforcement 85/02/22. 1p. 2918'. -293-29' 8^:263.
8503210132 Forwards Insp Repts 50-259/85-02.50-260/85-02 & 50-296/85-02 on 850121-25.No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/26. PARRIS.H.G. Tennessee Valley Authority. 1p. 29478:010-29478:021.
-8503210138 Insp Repts 50-259/85-02,50-260/85-02 & 50-296/85-02 on 850121-25.No violation or deviation noted.Major areas inspected:design program & test program.
SMITH.C., UPRIGHT.C.M. Region 2, Office of Director. 85/02/21. 11pp. 29478:011-29478:021.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503040236 Responds to NRC 850128 Itr re violations & proposed imposition of civil penalties noted in Insp Repts 50-259/84-34.50-260/84-34 & 50-296/84-34.Corrective action: maint instructions revised re core spray sys.
HUTTON.J. Tennessee Valley Authority. 85/02/27. TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 13pp. 29183:349-29183:361.
8503220020 Forwards Insp Repts 50-259/85-07.50-260/85-07 & 50-296/85-07 on 850128-0201.No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/28. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29486:342-29486:343.
-8503220046   Insp  Repts  50-259/85-07,50-260/85-07 &  50-296/85-07  on 850128-0201.No violation or deviation noted.Major areas inspected:licensee investigation of allegations concerning Category 1 supports & recirculation pump weld crack. GIRARD.E.H., BLAKE.JJ. Region 2, Office of Director. 85/02/26. 13pp. 29486:344-29486:356.
8503010448 IE Info Notice 85-017. "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York. Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503070209 EN-84-071A on 841206,order imposing civil penalty in amount of $50,000 issuedAction based on violation involving failure to install vital area barriers & to implement access control measures around vital equipment.
ROBINSON.P. Director's Office, Office of Inspection and Enforcement. 85/03/06. 1p. 29260:318-29260:318.
8503130061   Discusses  Insp  Repts 50-259/84-30.50-260/84-30 & 50-296/84-30 on 840820-24 & forwards notice of violation & proposed imposition of civil penalty. TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 85/03/06. PARRIS.H.C. Tennessee Valley Authority. 2pp. 29362:016-29362:021.
-8503130066 Order imposing civil monetary penalty in amount of $50,000 for violations noted in Insp Repts 50-259/84-30.50-260/84-30 & 50-296/84-30 re failure to implement & maintain physical security plan.App withheld (ref 10CFR2.790 & 73.21). TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 85/03/06. Tennessee Valley Authority. 4pp. 29362:018-29362:021.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Enciinoerinc Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York. inc. i'C9pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11, Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503200046 Ack receipt of 850227 Itr & payment of $100,000 for civil penalty imposed on 850128.Corrective actions will be examined during future insps. AXELRAD.J.A. Enforcement Staff. 85/03/11. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29472:273-29472:274.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect" Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503080386 NPDES discharge monitoring rept for Jan 1985. * Tennessee Valley Authority. 85/01/31. 11pp. 29277:098-29277:108.
8503180159 Monthly operating repts for Jan 1985.W/850218 Itr. THOM.T., JONES.G.T.  Tennessee  Valley Authority.  85/01/31.  33pp.  29421:111-29421:143.
